Ordering Information 



Table B-1 Routermate 56/64 CSU/DSU Ordering Information 


DESCRIPTION 

ORDER NUMBER 

Standalone Routermate 56/64 CSU/DSU, 115 VAC; includes: 
power transformer 550-0366-01 

Nl cable 115-0414-004 

ROUTERMATE-64 

Standalone Routermate 56/64 CSU/DSU with integral V.32 
Management Modem; includes 

power transformer 550-0366-02 

Nl cable 115-0414-004 

DDD cable 115-0414-001 

RMate-64/M 

Rack-mount Routermate 56/64 CSU/DSU; includes: 

Nl cable 115-0414-004 

ROUTERMATE-64/R 

Rack-mount Routermate 56/64 CSU/DSU with integral V.32 
Management Modem; includes: 

Nl cable 115-0414-004 

DDD cable 115-0414-001 

RMate-64/M/R 

Manual, Routermate 56/64 CSU/DSU Installation and 
Operation 

918-6268 

Power Transformer 

for standalone without modem (ROUTERMATE-64) 
for standalone with modem (RMate-64/M) 

550-0366-01 

550-0366-02 

Enterprise MIB 

Free download from 
Osicom's web site at 
www.osicom.com 
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Ordering Information 


Table B-2 


Cable and Adapter Ordering Information 


DESCRIPTION 

PART NUMBER 

ORDER NUMBER 

Cable, straight-thru (see Figure A-1) 

115-0414-004 

CBE04144 (7 ft) 

Cable, crossover (see Figure A-2) 

115-0414-007 

CBE04147 (6 ft) 

Cable, Modem (see Figure A-3) 

115-0414-001 

CBE04141 (7 ft) 

Cable, SLIP, straight-thru (see Figure A-4) 

DCA5B16A 

CBE3802 (15 ft) 

Adapter, Dual 8-pin jacks to DB25 male (see 

Figure A-5) 

301-0018-01 

CBE00181 

Adapter, 8-pin jack to DB25 male (see Figure A- 
6) 

115-0571-01 

CBE73001 

Adapter, 8-pin jack to DB25 female (see Figure A- 
7) 

115-0572-01 

CBE3002 

Cable, DES Encryptor management (see 

Figure A-8) 

115-0530-01 

115-0530-02 

115-0530-03 

115-0530-04 

CBE05301 (6 ft) 
CBE05302 (12 ft) 
CBE05303 (25 ft) 
CBE05304 (50 ft) 

Cable, V.35 extension; male-to-female, shielded 
(see Figure A-9) 

905-7177-01 

905-7177-02 

905-7177-03 

905-7177-04 

905-7177-05 

CBE71771 (10 ft) 
CBE71772 (25 ft) 
CBE71773 (50 ft) 
CBE71774 (2 ft) 
CBE71775 (5 ft) 

Cable, V.35 extension; male-to-male, shielded 
(see Figure A-1 0) 

115-0537-01 

CBE05371 (18 in) 

Cable, V.35 extension; male-to-male, shielded 
(see Figure A-11 ) 

DCA9A51A 

CBE90511 
CBE90512 
CBE90513 
CBE90514 

CBE9051 (15 ft) 
CBE90511 (25 ft) 
CBE90512 (50 ft) 
CBE90513 (75 ft) 
CBE90514 (100 ft) 
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